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[ERRATA] 

The referenced hearing held before the Senate Committee on 
Veterans’ Affairs was inadvertently printed with an incomplete 
Senate hearing number. The Senate hearing number is “S. Hrg. 
110-314”. Additionally, the year printed should read 
“Washington : 2008”. 



